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The University of Western Australia 


Department of Physiology 

Njfecilands, Perth, Western Australia 6009 
Facsimile (09) 3H0 1025 
Telephone (09) 3H0 


22..11 . 91 


Professor N.L. Stephens, 

Dept. Physiology. Faculty of Medicine, 
Basic Medical Sciences Building, 

730 -William Ave, 

Winnipeg, Manitoba. 

CANADA R3E 3{? 

FAX (204) 763*2733 


Dear Steve, 

Sorry to put you to the trouble of having to Telex.. Tho Fax number 
on the letter head was a discontinued one: it hac been replaced by 

09 360 1025 

Re dates for Mmafci, either period will be OK but, Aug l-Sth. 

preferred. 

Yours sincerely, 



Malcolm: 


Source: https://www.industrydocuments.ucsf.edu, . cs/gjlvOOOO 




